cuts were being mined (Tr. 113).  Mr. Shade was aware of a
roof fatality which occurred at the Maple Creek No. 1 Mine
last summer, but he is not aware of any at the No. 2 mine
(Tr. 115).

Mr. Shade stated that abatement was achieved by installing
the jacks according to the plan, but he could not recall if
the section foreman was present when the jacks were installed
(Tr. 118) .  Mr. Shade confirmed that he observed the men
walk in with the number 4 and 6 jacks and he called them back
_out of the area with the jacks, and he reviewed the installa-
tion plan with them (Tr. 119).

On cross-examination, Mr. Shade conceded that the roof
control plan does not specifically state that two men may
not install roof jacks at the same time, but that it does
provide for a particular sequence in which the jacks have to
be installed.  He also indicated that one can only go under
unsupported roof for a distance of five feet and that the
plan provides "that you can only use the people to install
jacks that you need to install jacks" (Tr. 127) .

Mr. Shade confirmed that at the time he issued the cita-
tion, three jacks (A, B, C) , were in place.  The men then
installed jack no. 2r then walked into the entry with jacks
4 and 6, and that is when he called them back out and advised
them that they were out of compliance (Tr. 133, 139) .  He
confirmed that when jack Wo. 2 was installed, it was within
5-1/2 feet of the last row of roof bolts, and that since a
12-foot cut was being mined, jack No. 2 would have been
6-1/2 feet from the face (Tr. 134) .  He stated that had
the men installed jacks 1, 2, and 3 before going inby to
begin installing jacks 4, 5, and 6 there would not have
been a violation (Tr. 135).

i

Mr. Shade conceded that he made no measurements at the
time he issued the citation, and he conceded that the men
being four feet beyond the center jack would have been within
2-1/2 feet of the face (Tr. 140).  He confirmed that at the
time the citation issued, the area had been mined, and the
roof was being supported in preparation for roof bolting.  He
conceded that it was possible that the reason a 12-.f oot .cut
was taken was that time ran out. on the last shift, and that
it was possible that the 12-foot cut had nothing to do with
the roof conditions (Tr. 150) .

1675 of approximately  12   feet had been mined.     He
